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TO USDOC WASHDC PRIORITY 
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E.O. 11652: N/A 
TAGS: BEXP, NI 

SUBJECT: FOREING GOVT. TENDER - PREQUALIFICATION FOR ERECTION 
OF SAPELE POWER PLANT 

1. 753/0 1/T0007 

2. 051575 

3. R.M. ROBERTS 

4. 753 NIGERIA 

5. N 

6. A. REPLY TO 

6.B. N.A. 

9 

6.C. SHAWMONT NIGERIA LTD. 

P.O.BOX 7106 

19 A, AWOLOWO RD. S/W IKOYI 
LAGOS NIGERIA 
CC GENERAL MANAGER 
NATIONAL ELECTRIC POWER AUTHORITY 
PRIVATE MAIL BOX 12030 
24/25, MARINA 
LAGOS, NIGERIA 
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UM CONTRACT NO.6 

8. -053075 

9. 201 

10. 9918104-0000 THE NATIONAL ELECTRIC POWER AUTHORITY (NEPA) 

INVITES SUITABLE QUALIFIED CONTRACTORS TO SUPPLY EQUIPMENT AND 
MATERIALS FOR THE CONSTRUCTION ANF INSTALLATION OF ALL AMENITY 
BUILDINGS AND MECHANICAL ANF ELECTRICAL SERVICES FOR SAPELE POWER 
STATION -STAGE 1 - COMPRISING THE ERECTION OF A 480,000 KW 
THERMAL POWER PLANT, ON A 500 METERS BY 700 METERS SITE ON SOUTH 
BANK OF BENIN RIVER, 4 KW N.W. SAPELE, MID-WESTERN STATE, NIGERIA. 
CONTRACT WILL BE AWARDED IN FEBRUARY 1976 WITH COMPLETION BY 
JAN. 1, 1978. TO QUALIFY AS TENDERER, INTERSTED CONTRACTORS 
SHOULD HAVE PERFORMED SIMILAR WORK, SPECIFICALLY: 

(1) HAVE SATISFACTORILY COMPLETED WORKS OF A SIMILAR 
NATURE OF A VALUE OF NOT LESS THAN NAIRA 3,000,000, 

(DOLLS. 5MILLION). 

(2) CAN FURNISH EVIDENCE OF THE AVAILABILITY OF A SUITABLE 
PLANT TO CARRY OUT THE WORKS. 

(3) CAN PROVIDE EVIDENCE OF THEIR LEGAL AND FIANANCIAL 
STATUS. 

APPLICATION WITH PREQUALIFICATION EVIDENCE TOGETHER WITH A DEPOSIT 
OF ONE HUNDRED NAIRA PAYABLE TO SHAWNMONT NIGERIA LTD. SHOULD BE 
SUBMITTED BY MAY 30, 1975 TO ADDRESSES GIVEN PARA. 6C. 

THE DEPOSIT OF NAIRA.100.00 (DOLLS.165) WILL BE REFUNDED TO 
THOSE CONTRACTORS NOT QUALIFIED. QUALIFIED CONTRACTORS WILL 
RECEIVE COPIES OF TENDER DOCUMENTS IN DUE COURSE. 

11. SPECIAL ACTION REQUESTED: DEPARTMENT PLEASE INSURE THAT 
FOLLOWING TWO CONTRACTORS KNOWN TO BE INTERESTED THSIS PROJECT 
GIVEN CONTENTS THIS MESSAGE IMMEDIATELY BY TELEPHONE: 

MR. C.C. WYATT, PRESIDENT 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 LAGOS 04562 161940Z 

M.W.K. INTERNATIONAL LIMITED, INC. 

SEATTLE, WASHINGTON 
206/682-2501 RPT 206/682-2501 


MR. DONALD L. POOLS, INTERNATIONAL SALES 
L.B. FOSTER COMPANY 
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HOUSTON, TEXAS 
7 1 3/626-5 1 00 RPT 7 1 3/626-5 1 00 

DO NOT FAIL TO DIRECT THEIR ATTENTION TO MAY 30 DEADLINE. 
CROSBY 

UNCLASSIFIED 

NNN 
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